TABLE 2-6    Measured Concentrations of Nitrogen Oxides in ETS"
Nitrogen Oxides Concentrations				, ppb	
				Nonsmoke Control,	
Location	Tobacco Burned    Ventilation	Mean	Range	Mean	References
Restaurant	—                          Mechanical	NO2 76	59-105	63 (outdoors)	Fischer et al., 1978
		NO   120	36-218	115 (outdoors)	
Restaurant	—                            Natural	NO2 63	24-99	50 (outdoors)	Weber, 1984
		NO   80	14-121	11 (outdoors)	
Bar	—                          Natural, open	NO2 21	1-61	48 (outdoors)	Weber etal., 1979
		NO   195	66-414	44 (outdoors)	
Cafeteria	—                          11 changes/h	N02 58	35-103	27	Weber et al., 1979
		NO   9	2-38	5	
44 offices	Varied                    Varied	NO2 24 ± 22	115 (peak)	—	Weber and Fischer,
		NO   32 ± 60	200 (peak)	—	
"Time-weighted averages (TWAs): nitric oxide, 25 ppm; nitrogen dioxide, 1 ppm. TWA = average concentration to which worker may continuously for 8 h without damage to health (National Institute for Occupational Safety and Health, 1971).eak)	Weber and Fischer, 1980
